Examination Board 


The Examination Board of Barclyne College International was established on 9th Oct 
2009. 


Academic Board Composition: 


Name Position 
Mr Fu Yong Chairman 
Mr Jackie Liu Zhi Jie Member 
Dr Lim Chai Hwa Eric Member 
Mr Mr John Ooi Member 


